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R 111925Z FEB 75 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 
INFO AMEMBASSY LONDON 

UNCLAS STATE 030949 

LONDON PASS EOARD 

E.O. 11652: N/A 
TAGS: TBIO, FR 

SUBJECT : CONFERENCE ON ELECTROANESTHESIA 
REF: PARIS 1417 

1. DEPARTMENT AND ARMY MEDICAL RESEARCH AND DEVELOPMENT 
COMMAND! AMRDC) AGREE IT WOULD BE INAPPROPRIATE TO 
DESIGNATE AN OFFICIAL U.S. REPRESENTATIVE FOR SYMPOSIUM. 

2. AMRDC CONSIDERS WORK OF PROF. LIMOGE TO BE EXCELLENT 
AND PLANS TO CONTINUE HIS SUPPORT. HOWEVER IT IS 
JUDGMENT THAT IT WOULD BE PREMATURE TO SINGLE OUT PROF. 
LIMOGE FOR SPECIAL RECOGNITION AT THIS TIME. 

3. AS INDICATED REFTEL, HOPE EMBASSY SCIENCE REP ABLE 
TO ATTEND PORTION OF SYMPOSIUM AND PROVIDE SOME INFO 
FROM PROCEEDINGS. INGERSOLL 
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